Dranesville Magisterial District 
With School Locations 
and High School (HS) Boundaries 
School Year (SY) 2022-23 


This magisterial map identifies schools having all 
or partial boundaries within the revised 2021 district. 
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High Schools Middle Schools 


Herndon Carson * 

Langley Cooper 
Marshall * Herndon 

McLean Kilmer * 
Westfield * Longfellow 


Elementary Schools 


Aldrin * Dranesville Kent Gardens 
Armstrong * Forestville Lemon Road 
Chesterbrook — Franklin Sherman Spring Hill 
Churchill Road Great Falls Westbriar * 
Clearview Haycock Westgate * 
Coates Herndon 
Colvin Run Hutchison 


Source: Fairfax County, Supervisor Districts, 2022. 
Notes: 
1. Based on SY 2022-23 school boundaries. 
2. * indicates school serving the Dranesville Magisterial District while outside boundary. 
3. For the HS boundary change, rising 9th-grade students will attend Langley HS, 
rising 10th-grade students will attend McLean HS or Langley HS based on the 
HS chosen in SY 2021-22, and rising 11th-12th grade students will attend 
McLean HS. 
. For additional school year school assignments, please contact the Office of 
Facilities Planning Services at 571-423-2320. 
. "Other" includes adult and community education, nontraditional school program, and 
special education locations. 
. For SY 2022-23, Herndon ACE has been named Herndon Welcome/Learning Center. 
This will relocate in January 2023 and is shown at the new location. 
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